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Message Text 



UNCLASSIFIED 

PAGE 01 HONG K 09648 260353Z 
20 

ACTION SY- 10 

INFO OCT-OI ISO-00 EA-07 /0I8W 

063388 

R 260307Z SEP 73 
FM AMCONSUL HONG KONG 
TO SECSTATE WASHDC 8282 

UNCLAS HONG KONG 9648 

FOR A/SY/T 

E.O. 1 1652: N/A 
TAGS: ASEC 

SUBJECT: POOR QUALITY CCTV MONITORS 

RTC HAS HAD CONSISTENT PROBLEM WITH ELECTROHOME V06-20I 
CCTV MONITORS. MASK ON MONITOR FRONT OF FLIMSY CONSTRUCTION 
(PLASTIC) YET HOLDS ONLY SUPPORT FOR KINESCOPE. ALL MONITORS 
WITH BLUE EINISH RECEIVED EROM DEPT. BY RTC TODATE HAD KINESCOPE 
BROKEN AWAY FRON MASK. SUGGEST MONITORS BE CHECKED TO SEE 
THAT KINESCOPE RIGID BEFORE SHIPMENT AND IT MAY BE NESSARY TO 
PLACE PACKING MATERIAL UNDER KINESCOPE TO KEEP VIBRATION EFEECTS 
TO A MINIMUM DURING TRANSPORT. REQUEST TWO (2) ELECTROHOME 
MONITORS TO REPLACE THOSE DAMAGED UNITS NOW 
BEING RETURNED. 

OSBORN 



UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 SEP 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973HONGK09648 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: HONG KONG 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 973091 0/aaaaagwi.tel 
Line Count: 41 
Locator: TEXT ON-LINE 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: willialc 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06-Aug-2001 by reddocgw>; APPROVED <22-Aug-2001 by willialo 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: POOR QUALITY CCTV MONITORS RTC HAS HAD CONSISTENT PROBLEM WITH ELECTROHOME V06-201 
TAGS: ASEC 
To: STATE 
Type: TE 
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